Radio Shack #64-025 #64—026 


MATEIRIAL SAEf'ETV' DATA SHEET REV.lOl NO, 0B22 

MULTIOORE SOC.D0(S, INC, DATE PREPARED: APRIL 2,1990 

17S1 M ELL DR,, RICHARCEOK, lEUE 75061 DEREEMCT/JtfOnMTIW: 214-2^6-1224 

N.F.P.A. / HEALTH: 3 FIRE: 0 REACTIVITY; 0 HfflElN L fiIllERT/im.ITT 0^ 

IDEMTITY i (TKlSnGCOieSttLlFtlEnLliMlieFimCTS): SOLDER 

Sn36 (Sn96Ag04) WAP2 Sn36 CSn36A904) VKAP 3 

Sn96 {Sn96Ag04) HINAP2 Sn96 C5n96A304) KtHAP3 

SEr",TTOM T OmitfaiE IMSHIlDffS t lOariTY UfOMTiaO (M/fl - «T tfPLlCAttfl 




Radio Shack #64-025 #64-026 


SECT" TOM V oaLTHHftMKHHW) 


MITEfO tr EMM; IffifilflTION? YES S«(f? HO IHEESTIOH? YES OTHKj NONE 
IBLM MWAM5 ttOffE M CHKWIC) 

WHEt IRRITATION TO THE E3(ES, SKIH, AND RESPIRATORY SYSTEM. 
aWKC: BEZnON PNEUMOCONIOSIS. 

OBCnimilCITr! KT?? no IWtC MNOSRBPHS? no OSHA SEEUUTEB? no OTHEif: HONE 

FOraBLDEHYIE FORMED DURING THE DECOMPOSITION OF ROSIN FLUX IS LISTED AS A 
SUSPBCIED HUMAN CARCINOGEM BY AOGIH. 

siae w swm ir EgoaiEi 

EUST, VAPOR AND/CR FUMES MAY BE IRRITATING TO SKIN, EYES, AND RESPIRATORY SYS TEM . 

tBita. oroiTriiB memT nfismia) by Efftsg ; 

RCSIM IS AH ALLERGEN. 

BRBBCr A«l FUST AID fgmfS; 

ETES: PLUSH WITH COPIOUS QUANTITIES OF WMER, GET IlffffiDIATE MEDICAL AnEKTION. SKJAt WASH 
WITH S OAP AND WATER. IJfflALATIDNi REMOVE PROM EXPOSURE. GET MEDICAL ATTEWTION IF EXPERIBNCING 
EFFECT OF OVEHEXPOSIRE. IffiESTIOKi GET IhHEDIAIE MEDICAL ATIENTION. 

s e:ot I OM VI (PffMmDS m safe hmelpis am tm 


srera ID g TfltBf Dt Qg HflTajfl. [s BaEAsa « g>nini^ 

PARTIOA.A3E MATTER SHOULD BE STORED IN DRY OCNTAINERS FOR LATER DISPOSAL. DUST 
MAWskIAL SHCtED BE VACUUMED OR WET SWEPT. DO NOT USE COMPRESSED AIR OR CRY 
Sf^>IHG AS A MEANS OP CLEANING. 


BSH MffOSIlL ffMB! 

DISPOSE CP AS SCRAP METAL. 

PffiMffKW TO g TAgIf Dt HWaLIMS AH) STORnfii 

HASH HANDS WITH SOAP AND WATHl AFTER HANDLING SOLDEI. STORE IN DRY AREA. 

ATOID SKIN CONTACT. AVOID BREAIWING SMOKE DURING SOLDERING, 

'T£g BEPXn'IOWa NONE KNOW 

SECTI QW VI I fcammags} 

gspuMigir fanarfiM (gECinr ttfs; none normally »®eed. 

VBtnUTlOIji, UXaL exhaust: remove smoke prom BREAIHING area SPECIAL: NONE NEEDED 

MECHANICAL (GENERAL): ADEQUATE OTHER: NONE NEEDED 

IMPERVIOUS EtE PSCTECTlBl! FAO: SHIELD OR SAFETY 

ong WBEcrrff cumM a; autptefft 

PERSONAL CUHHING AND SHOES SHOULD HE PROIBCIED FROM CONTAMINATION. EYE HASH STATION. 
lOKfflVHEMC PBCngSi 

DO NOT EKP, DRINK OR SMOKE IN WORK AREAS. WASH HANDS THOROUGHLY BEFORE EATING OR S#CKING, 


